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GENERAL INFORMATION 


INSTRUCTIONS FOR ORDERING REPAIR PARTS 


For parts or service. contact the dealer from whom you purchased this equipment or refer to your Nearest 
Authorized Onan Parts and Service Center 

To avoid errors or delay in Wiling your parts order, p lease furnish all information requested 
Always refer to the nameplate on your unit. 

1 Always give tha MODEL. SPEC NO and SERIAL NO 




! 


MOOEL AND SPEC NO. 

SERIAL NO. 







For handy reference, insert "YOUR ' 
nameplate information in the spaces above. 

2. Do not order by reference number: always use part number and description. 

3. Give the part number, description and quantity needed of each item, if an older pert cannot be identified, 
return the part prepaid to your dealer or nearest Onan Parts and Service Center. Print your name and addreaa 
plainly ori the package. Write a letter to the same address stating#ie reason for returning the part. 

4. State definite shipping Instructions Any claim for lots or damage to your unit in transit should be filed 
promptly against the transportation company making the delivery. Shipments are complete unless the 
packing list indicates items are beck ordered. 

Prices are purposely omitted from this Parts Catalog due to the confusion resulting from fluctuating costs, import 
duties, sales taxes, exchange rates, etc 

For current parts prices, consult your Onan Dealer, Distributor or Parts and Service Center. 

"En ©ata lists da partes los precios se omiten de proposito, ya que bastante confusion resulto de fiuctuaciones de 
los precios, derechos aduanales, impuestos de venta, cambios extrajeros. etc.” 

Consiga los precios vigentes de su distribuidor de productos “ONAN." 


Std #36 
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INTRODUCTION 


This catalog applies to the industrial DJB Engines below and factory installed options Parts are arranged in 
groups of related items. Each illustrated part is identified by a reference number corresponding to the same 
reference number in the parts list for that group. Parts illustrations are typical. Casing the A^odef and Spec A/o. from 
the engine nameplate, select the Parts that apply to your Engine Model and Spec No. Unless otherwise mentioned 
in the description, parts are interchangeable between models. Right and left engine sides are determined by lacing 
the blower end (front) of the engine The specification letter advances (A to B. B to C etc.) with manufacturing 
changes 


STANDARD ENGINE PARTS SECTION 


This section contains the engine parts used on standard engines listed in the Engine Data table. 


M7-0251 (APRIL 1971) 



GEARCASE 



REF. 

PART 

QTY. 

PART 

REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

NO. 

NO. 

USED 

DESCRIPTION 

1 

103-0277 

1 

Gee (Case Assembly (Includes 

15 

150-0847 

1 

Arm Governor - Serial *692459 




parts marked ') 




During Spec C Through Q 




NOTE: Spec A through 

16 

GASKET GEARCASE 





Serial #692458 During Spec G 


103-0251 

1 

Begin Serial #692459 During 




Also Order 150-0251 Governor 




Spec C (Dm Cast Cover) 




Arm and 103-0251 Gear Cover 


103-0219 

1 

Spar a Through Serial *692458 




Gasket 




During Spec C (Cast iron Cover) 




Serial #692459 During Spec C 

17 

103-0271 

1 

Backptate 




through Spec U Also Order 

18 

814-0148 

2 

Screw Machine - Flat Head 




103-0251 Gear Cover Gasket 




(1/4-20 x 1/2") 

2 

516-0111 

1 

'Pin, Roll - Cup Stop 

19 

850-0045 

1 

Washer Lock - Spring 

3 

150-0838 

1 

'Shalt, Governor 




(5 16) 

4 

150-0777 

1 

'Yoke, Governor 

20 

800-0026 

1 

Screw Cap - Hex Head 

5 

518-0129 

1 

'Ring. Yoke Retaining 




(5/16-18 x 3'4") 

6 

509-0088 

1 

'Seal. Oil 

21 

134-1532 

1 

Baffle Backplate 

7 

510-0048 

1 

'Bearing. Governor Shalt 

22 

103-0218 

1 

Gasket. Backplate 




(1/2") 

23 

160-0721 

1 

Gasket Cover 

8 

510-0082 

1 

'Bearing, Governor Shalt (1/4") 

24 

103-0221 

1 

Cover Backplate Opening 

9 

BALL, GOVERNOR SHAFT THRUST 

25 

850-0050 

2 

Washer. Lock - Spring 


510-0043 

1 

'Begin Serial #692459 During 




(3/8) 




Spec C (5/16”) 

26 

800-0051 

2 

Screw Cap - Hex Head 


510-0014 

1 

Spec A Through Serial #692458 




(3/8-16 x 1-1/4") 




During Spec C (3/16") 

27 

150-0825 

1 

Arm and Shaft Spec A 

10 

509-0087 

1 

'Seal, Oil 




Through Serial #692458 

1 1 

850-0045 

5 

Washer, Lock - Spring (5/16”) 




During Spec C (Order 150-0838 Shaft 

12 

SCREW, CAP- 

■HEXHEAD 




150-0847 Arm and 815-0176 


800-0028 

1 

5/16-18 x 1" 




Screw) 


110-0879 

4 

5/16-18 x 1-1/4" 





13 

815-0176 

1 

Screw. Cap - Hex Head 








(#8-32 x 1/2") 

* . 

Parts included in 

103-0277 Gearcase Assembly 

14 

150-1095 

1 

Arm Assembly. Governor 






(Begin Spec R) 


W7-0M1 (APRIL 1*71) 





CYLINDER BLOCK AND OIL BASE 


IMP. 

PANT 

OTY. 

PART 

REP. 

PART 

OTY 

PART 

NO. 

NO. 

UNO 

DESCRIPTION 

NO. 

NO. 

UNO 

DESCRIPTION 

1 

110-1330 

1 

Block Assembly. Cylinder 

20 

CAP ANO INDICATOR 

(Includes Gssket) 




(Includes Parts Marked •) 


123-1058 

1 

Begin Spec S 

2 

510-0141 

2 

‘Pin, Geer Cover Alignment 


123-0651 

1 

Specs A Through R 

3 

517-0053 

1 

‘Plug. Camshaft Opening 

21 

123-0191 

1 

Gssket. Oil Fill Cap 

4 

101-0305 

1 

‘Bearing, Precision > Camshaft 

22 

123-1283 

1 

Baffle, Breather 




Rear 

23 

123-0954 

1 

Cep and Valve - Breather 

S 

101-0303 

1 

‘Bearing, Precision - Camshaft 




Tube - Begin Spec S 




Front 

24 

RDgATygp TMPC 

e 

010-0072 

4 

‘Pin, Crankshaft Thrust 


123-0958 

1 

Spec S Through u 




Washer 


123-1202 

1 

Begin Spec V 

7 

101-3300 

1 

‘Gasket and Shim Kit 

24 

123-0968 

1 

Screw. Breather Tube - Begin 




Bearing 




Spec 3 

0 

BEARING PRECISION • MAIN 

25 

908-0117 

1 

Gasket "O" Ring - Breather 


101-0359 

2 

•Standard 




Cap - Begin Spec S 


101-0399-02 

2 

002" Undersize 

20 

123-0990 

2 

Insulator (Half) • Breather 


101-0359' IS 

2 

010" Undersize 




Begin Spec S 


101-0359-20 

2 

020" Undersize 

27 

510-0268 

1 

Clamp, Breather insulator 


101-0319-30 

2 

030" undersae 




Begin Spec S 

9 

101-033/ 

1 

‘Pleas. Rear Beefing 

Ofl 

sv 

102-0451 

1 

Gssket, Oil Base 

10 

104-0420 

2 

* Washer. Thrust - Crankshaft 

29 

102-0448 

1 

Base. OH 

11 

005-0019 

6 

"Bolt. Place - Rear Bearing 

30 

050-0055 

4 

Washer. Lock - Spring 




Plate - Special 




(7/10") 

12 

$26-0245 

6 

‘Washer. Flat < 39t ID * 

31 

000-0073 

4 

Screw. Cap - Hex Head 




625 00 s 596 Thk) 




(7/10-14* 1-1/2") 

13 

120-0053 

1 

‘Tube. Crankcase On 

32 

505-0050 

1 

Plug. Oil Dram (1/2") 

14 

TUBE. BREAIHER 


33 

123-0315 

1 

Valve, Breather - Spec A 


123-0952 

1 

‘Begin Spec S 




Through R 


123-0545 

1 

‘Spec A Through R 

34 

CAP BREATHER TUBE 

10 

509-0085 

1 

Seat. Oil • Crankshaft Rear 


123-0707 

1 

Specs E Through R 

10 

123-0007 

1 

Gasket, Oil Fit) Tube 


123-0450 

1 

Specs A Through D 

17 

TUBE. OIL FILL 


35 

123-1153 

t 

Cup. Baffle - Begin Spec V 


123-1085 

1 

Begin spec S 

30 

123-1201 

1 

Retainer. Screen - Begin 


123-0001 

1 

Specs A Through R 




Spec V 

l§ 

850-0045 

2 

yUNhAf. rggfc . Qnring 








(0/10”) 

* • Parts included in 110-1330 Cylinder Block Assembly 

10 

900-0026 

2 

Screw. Cep - Has Head 






(5/10-10 * 3/4") 


mt-omi (ocToacn iwo; 



CYLINDER HEAD 



MT-0M1 (OCTOMft IMS) 



CYLINDER HEAD 


REF. 

PART 

OTY. 

PART 

NO. 

us* 

rvw< 

USED 

DESCRIPTION 

1 

HEAD, CYLINDER 

With Valves (Includes Parts 
Marked #) 


110-2993 

1 

Spec A Thru N 


110-2940 

1 

Begin Spec P 

Without Valves (includes Parts 
Marked') 


110-2701 

1 

Spec A Thru N 


110-2941 

1 

Begin Spec P 

2 

•GUI0E. VALVE 



110-1501 

4 

Early Style 

Late style 


110-1869 

2 

•a intake 


110-1870 

2 

’•Exhaust 

3 

INSERT. VALVE SEAT 


110-1268 

4 

’•Standard 


110-1266-02 

4 

002 " Oversite 


110-1266-05 

4 

005" Oversize 


110-1268-10 

4 

010" Oversize 


110-1286-25 

4 

025" Oversize 

4 

5 

115-0196 

•VALVE 

1 

’•Guide. Push Rod 


110-1278 

2 

•Exhaust 

intake 


110-1330 

2 

Early Style 


110-1671 

2 

•Late Style 

6 

505-0008 

1 

•Plug. Pipe - Stoned Head 

7 

110-127’ 

4 

•Spring. Valve 

S 

110-1221 

4 

•Retainer. Valve Spring 

9 

110*0888 

8 

•Lock. Valve Spring Retainer 

10 

110*0659 

4 

Cap. valve Stem 

*1 

•SEAL OIL - INTAKE VALVE 


509*0090 

2 

Early Style 


509-0132 

2 

•Late Style 

12 

ARM. ROCKER 



115-0126 

2 

fittfeJkauBt 


115-0129 

2 

intake 

13 

115*0152 

4 

•Stud Rocker Arm 

14 

H5-0127 

4 

Ball. Rocker Arm 

15 

115-0150 

4 

Nul. Lock - Rocker Arm 

16 

115-0130 

1 

Gasket. Rocker Cover 

17 

115-0134 

1 

Cover Nocker (includes rent 
Marked ♦) 

16 

809-0042 

1 

-Screw, Tapping (•IO-S'10'j 

10 

.20-0828 

1 

♦Lint. 0*1 - Reckar Cover 

20 

850-0045 

4 

washer. Lock • spring (5/16') 

21 

800-0030 

4 

Screw. Gap - Hex Heed 
(3/16-18 x 1*1/4") 

22 

110-1223 

1 

Gatkat. Cylinder Head 

23 

115-0149 

4 

Rod. Push - Valve 

24 

509-0084 

8 

Seal. O' Ring • Shield 

25 

115-0151 

4 

Shield. Push Rod 

26 

115-0148 

4 

Spring, Retaining. Shield 

27 

115-0155 

8 

Washer. Shield 

28 

TAPPET. VALVE 



115*0105 

4 

Begin Spec P 


115-0132 

4 

Specs A Through N 

29 

525-0174 

7 

Wether. Flet 
( 406" ID x 781” OD 
x 1345 Thk) 

30 

SCREW. CAP 

• HEX HEAD 


800-0503 

6 

3/8*18 x 1-3/4" 


110-1284 

5 

3/8- '6 x 4-1/4” 

31 

110-0546 

2 

Gasket. Glow Plug 

32 

333-0108 

2 

Glow Plug (Includes 

Gasket) 

33 

528-0130 

1 

♦Washer. FI*? 

(17/84" ID x r OD 
x 1/16" Tuts . 

34 

403-0860 

1 

Bracket. Lifting 

38 

800-0091 

1 

Screw. Cep - Hex Head 


(T/2-13 X 1-1/4 ) 


REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

37 

800-0038 

2 

Screw, Cap - Hex Head 
(5/16-18 x 3-1/4") 

38 

403-0826 

2 

Spacer 

38 


1 

Bolt. Liftmn - Early Models 
(Ordei 403-0707 Lifting 
Bracket) 

40 

403-0620 

1 

Nut. Extension - Early Models 
(Used with Lifting 

Eye Boh only) 

41 

520-0826 

1 

Stud. Cylinder Head • Eariy 
Models (Used with Lifting Eye 
Bolt only) 


« - Part* included tn 110-2993 end 110-2940 Cylinder Heads 

• - Parts included m 110-2701 and 110-2941 Cylinder Heads 

• - Pars included in 115-0134 Rocker Cover 


• ■ NOTE: Due to manutactunng cna-gei rep'sceme-tt oa-’s 
for me infaxe valve »«■** guide a-d valve stem o>* sea n*>.<s' 
»e used in me proper combination 

The 509-0090oil seal imwl be used with the 110-1330 intake 
valve and die *10-1501 valve guide 

The 509-0132 oil seel must be used with the 110-1 §71 intake 
valve and the 110-104* valve guide 

For taentif'catiO'i Figure ■ illustrates me lop »*ew of me 

valves and Figure 2 i«ust»ates a cross sec* o' a* me 
stem pi* seats 




110-1071 VALVt * SS-tSS© VALVt 

FIGURE 1 VAt n't IDENTIFICATION 



MULTIPLE 

GROOVE-S 


349-0139 OIL SEAL 



50s-00*0 OIL SEAL 


FIGURE 2. OIL SEAL IDENTIFICATION 


tsr -8281 (octoaaa ttsei 



CAMSHAFT 



REF PART OTY A ART 

NO NO USED OEECRETION 


REF RANT QTY 

NO NO UNO 


PART 

octcmmoN 


* 


2 

3 

4 

5 


CAMSHAFT INCLUDESPIN 

'06-022* t $o*c * Through N 

*06-02' * * 9eg.n Spec P 


5154)001 

1 spoors 

106-0205 

(06-0218 


2 Key CwMtiPl Dm* and 

tnteceen Rump 
1 Pin Camshaft Cana* 

1 Wm*vk Tnntai 

i Gear Camshaft iincmdat 

Spacer and Ptaaa) 


8 »1MM 

t iso4*m 

• 150-0878 

• (474)142 
10 8104)188 


10 tad Rly - Oomwo* 
i Cur. O auaw wy 

1 Amir. CsntsrPm 

i On* tm ac oo n Pump Om 

i Rang ifRCten Pump Oma 


CRANKSHAFT AND FLYWHEEL 





RIF. 

PART 

QTY. 

PART 

NO 

NO. 

USED 

DISCRETION 

1 

104-0450 

1 

Crankshaft 

2 

515-0003 

1 

Key Crankshaft 

3 

515-000* 

1 

Key Gear 

4 

515-0153 

1 

Key. Flywheel 

5 

104-0418 

1 

Gear. Crankshafl 

6 

104-0416 

1 

Washer, Retaining 

7 

518-0188 

1 

Ring. Lock 

8 

800-0500 

1 

Screw. Cap - Hen Head 
(7/16-14 x 5-1/2') 


REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DISCRETION 

9 

104-0470 

1 

•Flywheel (includes Ring Gear) 

10 

104-0423 

1 

Gear Ring 

11 

526-0185 

1 

Washer Fiat < 15/37' ID 
x 1-1/2' OD x 3/8" Thk) 

12 

850-0055 

1 

Washer. Lock - Spring 
(7116) 


* - Flywheei differs on engines with Flywheel 

Alternator and or Clutch See Optional parts groups 

MT-02S1 (AMU. WS> 





PISTON AND ROD 



IMP. 

NO. 


1 


2 


PART 

err. 

PART 

RCP. 

PART 


PART 

NO. 

uses 

pucwmoN 

NO. 

NO. 

UNO 

OC9C0HP1TON 

RmGSeT.PtSTON 


3 

Pm. PISTON 



11345130 

2 

SfmngnnT 


112*0003 

2 

Standard 

lljH7TW<W 

A 

r 

.003" wUNttt 





119-0130-10 

2 

.010" OvWMU 

4 

11245000 

4 

Ring. Rstamtng - Pin 

1194)130-20 

2 

-080“ Ovsraua 

0 

1144)103 

2 

Rod AsaamMy. Connacting 

113-0130-30 

2 

msr onmkm 




(Fora ad) 

1134513KM0 

2 

OW* OverM* 

• 

BgARINGHAUP. CONNECTING ROD 

PISTON AND PIN (MCLUOCS ATTAINING RINGS) 


1144M04 

4 

Standard 



••Out SpseP 


11445104452 

4 

.002" yndaiatia 

112-Cl 00 

2 

Standard 


11445104-10 

4 

.010“ Undaraix* 

112-0100-06 

2 

.000" Ovmin 


11445104-20 

4 

020' undsmzs 

11241100-10 

2 

010* OvtfSttti 


1144)104-30 

4 

.030 Undawza 

11845100*20 

2 

.02T Ovsmss 

7 

1144)170 

4 

Suantng Piston Pin - 

11245100*30 

2 

030“ Ovsnuxs 




Connecting Rod - 

11245100*40 

2 

.040* Owants# 




iCf^nai T iniNh^l 
iniviou 



Spoc A Tnraugn n 

0 

0004)012 

4 

Soil. Piaca • S/10-24 K 

11245103 

2 

Mansard 




1-13^10" 

11245109450 

2 

.000“ ©wants* 





11245103*10 

2 

.Oio* Ownm 





11245109*20 

2 

.080* ©wants# 





11245109-30 

2 

.090* Ovaratta 





11845109-40 

2 

.040“ Onnm 






M7-4HH1 l«MH 1»7I| 




OIL SYSTEM 



BEE. 

PART QTY. 

PART 

REE 

NO. 

NO. USED 

description 

NO 

1 

120-064? 1 

Pump Assembly Oil 


2 

120-0S80 1 

G«*et Kit. Pump 


3 

120*0651 1 

Cup Assembly Oil Pump intake 


4 

122-0185 1 

Filter Oti 


5 

122-0188 1 

Gasket Adapter 

Tft 

CV 

6 

122-0182 1 

Adapter Oil Finer 


7 

193-0006 1 

Gauge Oil Pressure 


e 

502-0020 1 

Elbow t Street - 90*) - 

2t 



Oil Gauge • Begm Spec S 

8 

505-0057 1 

Plug O'8) • Adapter 


10 

ELBOW. INVERTED MALE - OIL LINE TO FILTER 

22 


adapter 

502-0037 1 

Begin Spec P 

23 


502-0019 1 

Specs A Through N 

24 

11 

LINE. ADAPTER TO INJECTION PUMP TEE 


120-0614 t 

Begin Spec P 



120-0584 1 

Specs A Through *i 

25 

12 

CONNECTOR. INVERTED MALE - INJECTION PUMP 

LUBRICATION TEE (Restncted) 

26 


502-0274 1 

Begin Spec P 

27 


502-UQ30 2 

Specs A Through N 

13 

120-0539 1 

Valve Oil By-Pass 

28 

14 

120-0555 'i 

Spring, By-Pass Valve 

15 

505-0274 1 

Plug (1/8) - Oil By-Pets 


17 

502-0053 1 

Elbow (45*) Oil Gauge 




Specs A Through R 

29 

18 

502-0242 1 

Tee (Restricted) - Injection 



Pump Lubrication 


PART QTY PART 

NO UMO DESCRIPTION 


OIL-INJECTION PUMP TEE TO CYLINDER 


MHO 


teww<j 8 ^ 

120-0583 I Spec* A. Through N 

CONNECTOR (Restricted) - OIL LINE TO 


Cylinder head 
502-0281 1 

502-0235 i 

502-0051 i 

502-0082 i 

502-0003 1 

502-003? 1 

501-0003 1 

800-0030 2 

850-0045 2 

800-0028 3 

850-0045 3 


Begm Spec P 
Specs A Through N 
Coup^ng Tee to injection 
Pump - Begm Spec P 
Hippie T#* to injection 
Pump - Begin Spec P 
Connect©' 0*1 EiH Bracket 
to Oti L»n« - Begin Spec S 
Elbe* injection Pump 
Lubrication Tee - Begin 
Spec P 

L>ne On • Begin Spec S 
Scry* He* Cap • On Pump 
Mounting (5 18-18 » 1-1 4‘ j 
Washer Lock - Oil Pump 
Mounting (5 16 i 
Screw Me* Cap - On Filter 
Adapter Mounting 
<5 16-18 * 1) 

Washer. Lock - Oil Filter 
Adapter Mounting (5 16 i 


tar-east iamk. t«n> 



GOVERNOR 



REF PANT OYV PANT 

NO NO USED OStCftlPTtON 

t 970013’ ? Nut H»* ioc«<ng 1*10-321 

2 JOIN* BAH 

VH 9A 2 Bogm Spot a 

140-0974 2 Swci * Through O 

3 LINKAGE ASSEMBLE 

140-1132 ' Bog«n Spot a 

* 9 » - A_ Oh«--— /*% 

4 86O304C 2 iPuNr Lock Spring (1 4 , 

5 400-W06 7 Servo Cap - Ho* Mood 

lt'4-20 * 14" l 

* ’40-1094 i Spring, Goworno* - Bogin spvc *»■ 

7 150* 1093 1 Stud Qsyrsmv* AdjuSTsng 

Bogin Spot « 

6 BRACKET ASSEMStv 

140-mo i Bog*n Spot, a 

150-0914 i Spoct A Through Q 

9 NUT Mfa -ADJUSTING 

962-0003 i Bog n spot a 13 A ’5 

104-00*1 * spoco A Thrrugi' •> i 3.9-241 

i© NUT HEX - LOCKING rPALNUT) 

*700133 * Bogun Spot a »3 *-»«• 

9700130 * Spocs A Through O *3 9-24, 

* * 97000*3 2 Nui Ho* 1*10 321 

12 1400949 ’ Sr ng GO*«rnQ' . $*>«r , A 

Through 0 

11 *400922 i Stud Gwtomor Ad|i*»ti«j 

Spots A Through Q 



WT-0M1 |AANO 1*00) 



STOP SOLENOID 



9 


10 


4 —, 




<? P 



REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

307-0628 

i 

Solenoid, Stopping 

2 

306-0162 

1 

Retainer, Plunger 

3 

306-0161 

1 

Spring. Plunger 

4 

306-0159 

1 

Plunger 

5 

518-0203 

1 

Ring, Retaining 

6 

336-0706 

1 

Lead, Solenoid Ground 

7 

150-0963 

1 

Gasket, Solenoid Mounting 

8 

800-0007 

1 

Screw. Cap - Hex Head 
(1/4-20 x 1") 

9 

812-0148 

2 

Screw, Machine - Round He 
(1/4-20 x 1/2") 

4 n 

IU 

850-0040 

2 

Washer, Lock - Spring 
(1/4") 

11 

862-0001 

1 

Nut, Hex (1/4-20) 


1 1 —© 



EXHAUST MANIFOLD 


REF PART QTY. 

NO NO. USED 


PART 

DESCRIPTION 


t 164-0633 

2 1 54-0463 

3 154-1665 

4 114-0022 


1 Manifold. Exhaust 

2 Gasket. Exhaust Manifold 

2 Tab Loch 

4 Screw Cap. - Hex Head 

Hardened (5/16-18 
* 1-3 4 ) 


f 




967-0251 (APRIL 1978) 



STARTER 



REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

800-0054 

3 

Screw, Cap - Hex Head 
(3/8-16 x 2") 

2 

850-0050 

7 

Washer, Lock - Spring 
(3/8") 

3 

191-0512 

1 

Flange, Mounting 

4 

191-0311 

1 

Spacer, Flange 

5 

800-0051 

2 

Screw, Cap - Hex Head 
(3/8-16 x 1-1/4") 

6 

800-0046 

1 

Screw, Cap - Hex Head 
(3/8-16 x 1/2") 

7 

856-0010 

1 

Washer, Lock - EIT (3/8' 

8 

864-0003 

1 

Nut, Hex (3/8-16) 

9 

800-0052 

2 

Screw, Cap - Hex Head 
(3/8-16 x 1-1/2") 

10 

191-0365 

1 

Bracket, Support 

11 

191-0324 

1 

Starter 

12 

191-0712 

1 

Armature 

13 

191-0432 

1 

Clutch 

14 

191-1023 

1 

Head Assembly 


(Commutator End) 


b f 

26 17 


REF 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

15 

191-1024 

1 

Coil Package, Field 

16 

191-1025 

1 

Plate Assembly. Brush 

17 

191-1020 

1 

Spring Set, Brush (Set of 4) 

18 

191-1026 

1 

Connector Package 

19 

191-0497 

1 

Bearing, Drive End 

20 

191-1027 

1 

Spring, Plunger 

21 

191-1028 

1 

Core Assembly, Moving 

22 

191-0433 

1 

Switch. Solenoid (Includes 
Cover and Boot) 

23 

191-1029 

1 

Yoke Parts Package 

24 

191-1030 

1 

Stop & Lock Ring Package 
Pinion 

25 

191-1031 

1 

Thrust Washer Package. 
Armature 

26 

191-0434 

1 

Brush Set 

27 

191-1032 

1 

Yoke 

28 

191-0468 

1 

Cover, Solenoid 

29 

191-1134 

1 

Boot Rubber, Solenoid 


9*7-0251 (APRIL 197*) 



















FUEL PUMP AND INJECTION SYSTEM 


REF. 

PART 

QTY. 

PART 

REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

NO. 

NO. 

USED 

DESCRIPTION 


149-1046 

1 

Repair Kit, Fuel Pump 

25 

ELBOW, INJECTION PUMP INLET 




(Includes Diaphragm and 


502-0039 

1 

Begin Spec S 




Gaskets) NOTE: Doe* not- 


502-QQ54 

_1 

Specs A Through R 




apply for AC pumps 

26 

BUTTON, INJECTION PUMP PLUNGER 

1 

ADAPTER, 

INJECTION NOZZLE 


147-0147 

1 

.119 - Marked 1 or A 


147-0133 

1 

Number 1 Cylinder 


147-0148 

1 

.116 - Marked 2 or B 


147-0132 

1 

Number 2 Cylinder 


147-0149 

1 

113 - Marked 3 or C 

2 

147-0043 

2 

Gasket, Nozzle Head 


147-0150 

1 

.110 - Marked 4 or D 




Shield (Asbestos) 


147-0151 

1 

.107 - Marked 5 or E 

3 

147-0134 

2 

Nozzie Only (Component 


147-0161 

1 

104 - Standard Marked 11 




of Nozzle and Holder Assembly) 




or No Mark 

4 

110-0419 

2 

Gasket. Shield to Head (Copper) 


147-0152 

1 

.101 - Marked 6 or F 

5 

147-0044 

2 

Shield. Nozzle Heat 


147-0153 

1 

098 - Marked 7 or H 




(Steel) 


147-0154 

1 

095 - Marked 8 or J 

6 

502-0065 

2 

Elbow, Inverted Male (45®) 


147-0155 

1 

092 - Marked 9 or K 

7 

147-0243 

c 

Gasket. Nozzle 


147-0156 

1 

089 - Marked 10 or L 

3 

147-0141 

2 

Flange, Injection Nozzle 


147-0190 

1 

122 - Marked 12 or M 




Holddown 


147-0189 

1 

125 - Marked 13 or N 

9 

147-0136 

2 

Nozzle and Holder Assembly 


147-0188 

1 

.128 - Marked 14 or P 

10 

149-0463 

1 

Screen, Fuel Pump Filter 


147-0187 

1 

131 - Marked 15 or R 

11 

149-0792 

1 

Gasket, Fuel Transfer 


147-0186 

1 

134 - Marked 16 or S 




Pump Mounting 

27 

520-0129 

4 

Stud Injection Pump Mounting 

12 

149-0517 

1 

Gasket, Fuel Pump Bowl 

28 

509-0094 

1 

Seal, 'O" Ring 

13 

502-0002 

2 

Elbow, Fuel Pump Inlet 




Injection Pump to Crankcase 




and Outlet 

29 

147-0182 

1 

Tappet. Injection Pump 

14 

149-1307 

2 

Washer, Flange - Fuel 

30 

147-0196 

1 

Gasket. "O" Ring - Injection 




Pump Mounting 




Pump Tappet 

15 

502-0102 

1 

Adapter, Return Lines 

31 

147-0145 

1 

Shim Kit, Injection Pump 

16 

LINE, INJECTION PUMP TO NOZZLE 




Mounting 




Begin Spec R 

32 

800-0508 

4 

Screw, Cap - Hex Head 


149-1101 

1 

*1 Cylinder 




(5/16-18 x 2-3/4") 


149-1102 

1 

*2 Cylinder 

33 

528-0022 

4 

Washer. Flat (21/64 ID x 




Specs A Through Q 




9/16" OD x 1/16" Thk) 


149-0961 

1 

#1 Cylinder 

34 

850-0045 

4 

Washer. Lock - Spring <5/16”) 


149-0962 

1 

#2 Cylinder 

35 

862-0015 

4 

Nut. Hex (5/16-18) 

17 

LINE, NOZZLE FUEL RETURN 

36 

147-0259 

1 

Ring. Retaining - Timing Button 




Begin Spec P 

37 

■BOWL. FUEL PUMP SEDIMENT 


149-1056 

1 

#1 Cylinder 


149-0116 

1 

2-3/8" Long 


149-1057 

1 

#2 Cylinder 


149-1168 

1 

1-5/8' Long 




Specs A Through N 

38 

•BAIL. FUEL PUMP SEDIMENT BOWL 


149-0863 

1 

41 Cylinder 


149-1006 

1 

3-5/8” Long 


149-0864 

1 

42 Cylinder 


149-1169 

1 

2-7/8" Long 

18 

LINE, INJECTION PUMP TO FUEL RETURN 

39 

501-0007 

2 

Line, Fuel (28") 


LINES TEE 


40 

502-0176 

1 

Adapter. Pipe - Bleeder 


149-1058 

1 

Begin Spec P 




Valve to Pump (Early Models) 


149-0950 

T 

specs A Through N 

41 

147-0254 

1 

Gasket. Delivery Valve Cap 

19 

526-0122 

4 

Washer, Flat (11/32" ID 

42 

147-0253 

1 

Cap. Delivery Valve 




x 23/32" OD x 10 Ga.) 





30 

800-0027 

4 

Screw, Cap - Hex Head 

• 

- Measure forcorrect length 




(5/16-18 x 7/8") 





21 

147-0183 

1 

Valve, Bleeder - Injection 








Pump 





22 

PUMP, FUEL INJECTION 






147-0219 

1 

Begin Spec R 








(Includes Buttons 1,2,12,13) 






147-0218 

1 

Specs A Through Q 








(Includes Buttons 1,2,12,13 
and Fuel Lines) 





23 

149-1704 

1 

Pump, Fuel Transfer 





24 

149 0116 

1 

Bowl, Fuel Pump (Glass) 






1SS0) 


(OCTO»e* 



AIR CLEANER AND FUEL FILTER 












AIR CLEANER AND FUEL FILTER 


RIF. 

PART QTY. PART 

NO. 

NO. USED DESCRIPTION 


140-0594 

1 Cover, Air Cleaner 

2 

140-0595 

1 Pan, Air Cleaner 

3 

140-0638 

1 Element, Air Cleaner 



(Includes Retainer) 

4 

865-0020 

2 Nut, Wing 

5 

520-0621 

2 Stud, Air Cleaner 

6 

140-0584 

1 Gasket, Air Cleaner 

7 

505-0054 

1 Plug, Pipe - Air Cleaner 



Adapter 

8 

140-0578 

1 Adapter, Air Cleaner 

9 

141-0281 

1 Gasket. Air Cleaner Adapter 

10 

520-0011 

2 Stud, Air Cleaner 



Adapter Mounting 

11 

870-0137 

2 Nut, Hex - Locking 



(5/16-24) 

12 

154-0712 

1 Heater, Manifold 



(Includes Gasket) -12 Volt 

13 

336-1346 

1 Lead, Air Heater 



to Solenoid in Control 

14 

LEAD, GLOW PLUG TO AIR HEATER 



Blade Type Terminal 



(Used on Late models) 


336-1505 

1 Number 2 cylinder 


336-1504 

1 Number 1 cylinder 



Round Type Terminal 



(Used on Early Models) 


336-1313 

1 Number 2 cylinder 


336-1314 

1 Number 1 cylinder 

15 

LINE, FUEL PUMP TO SECONDARY FILTER 


149-1190 

1 Begin Spec S 


149-0806 

1 Specs A Through R 

16 

502-0003 

1 Connector, Primary Fuel 



Filter Inlet - Begin Spec S 

17 

122-0325 

1 Filter, Fuel - Primary 



Begin Spec S 

18 

526-0068 

1 Washer, Flat (29/84" ID 



x 3/4" OD x 1/16" Thk) 
Begin Spec S 

19 

801-0074 

1 Screw, Cap - Hex Head 

Begin Spec S 

20 

502-0080 

2 Plug, Drain - Fuel Filter 



Begin Spec S 

21 

149-1185 

1 Adapter, Fuel Filter 



Begin Spec S 

22 

850-0045 

3 Washer, Lock - Spring 


(5/16") - Begin Spec S 


REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

23 

800-0026 

3 

Screw. Cap - Hex Head 
(5/16-18 x 3/4") 

Begin Spec S 

24 

122-0326 

1 

Filter, Fuel - Secondary 

Begin Spec S 

25 

526-0066 

1 

Washer, Fiat (25/64" ID x 

9/16" OD x 1/16" Thk) 

Ran in Spec S 

26 

801-0053 

1 

Screw, Cap - Hex Head 
(3/8-24 x 2") 

Begin Spec S 

27 

502-0099 

1 

Elbow, Reducer - Secondary 
Filter Outlet - Begin Spec S 

28 

LINE, FUEL 

- SECONDARY FILTER TO INJECTION PUMP 


501-0129 

1 

Begin Spec S 


501-0091 

1 

Specs A Through R 

29 

503-0171 

2 

Clamp. Breather Hose 

30 

HOSE, BREATHER CAP TO AIR CLEANER ADAPTER 


503-0557 

1 

Begin Spec S 


503-0462 

1 

Specs E Through R 


503-0384 

1 

Specs A Through D 

31 

149-0408 

1 

Filter, Fuel - Secondary 
(Includes Cartridge and 

Bleed Plug) • Specs A 

Through R 

32 

502-0041 

2 

Elbow, Inverted Male 

Specs A Through R 

34 

149-0769 

1 

Plug. Bleed - Secondary 

Filter - Specs A Through R 

35 

149-0428 

1 

Cartridge. Secondary Filter 

Specs A Through R 

36 

149-0456 

1 

Gasket. Secondary Filter 

Bowl to Cover - Specs A 
Through R 

37 

149-0455 

1 

Gasket. Secondary Filter 
Cartridge to Head 

Specs A Through R 

38 

149-0493 

1 

Gasket. Secondary Filter 
Cartridge to Retainer 

Specs A Through R 

39 

149-1078 

1 

Filter, Fuel (Mounted 

Between Fuel Tank and 
Transfer Pump) Specs A 
Through R 

40 

149-0846 

1 

Cartridge (For 149-1078 Filter) 
Specs A Through R 

41 

503-0559 

1 

Insulator. Breather Hose - 


Begin Spec S 


M7-0231 (OCTOMR 1MO) 



AIR HOUSING 



REF. PART OTY. 

NO. NO. USED 


PART 

DESCRIPTION 


1 

2 

3 

4 

5 

6 


7 

8 

9 


10 

11 

12 

13 

14 

15 

16 

17 


134-1087 

854-0014 

815-0235 

134-1178 

134-1092 

526-0115 


1 Homing, Blower 

6 Washer, Lock - IT (1/4") 

6 Screw, Cap - He* Head 

(1/4-20 x 5/8”) 

1 Grille and Plate 

3 Retainer, Grille 

3 Washer, Flat (.200" ID x 


3/8" 00 x 
1/32" Thk) 

860-0040 3 Washer, Lock - Spring (1/4") 

800-0007 3 Screw, Cap - Hex Head 

(1/4-20 x 1") 

BRACKET, BLOWER HOUSING AND CYLINDER 
AIR HOUSING COVER 
134-1703 1 Front 

134-1704 1 Back 

517-0035 1 Plug, Dot Button * Begin 

Spec R 

134-1088 1 Support, Blower Housing and Grille 

850-0045 2 Washer, Lock - Spring (5/16") 

§00-0024 2 Screw, Cap - Hex Head 

(5/18-18 x 1/2") 


134-1048 

850-0040 

815-0235 

134-1418 


1 Housing, Cylinder Air - Front 

4 Washer, Lock - Spring (1/4") 
4 Screw, Cap - Hex Head 
(1/4-20 x 5/8”) 

1 Pen, Cylinder Air Housing 

(Bottom) 


REF. 

PART 

OTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

18 

854-0013 

2 

Washer, Lock - IT (#12) 

19 

815-0235 

2 

Screw, Cao - Hex Head 
(1/4-20 x 5/8”> 

20 

134-1125 

1 

Cover, Cylinder Air Housing 

21 

526-0021 

4 

Washer. Flat (17/64' ID x 

3/4” OD x 1/16" Thk) 

22 

800-0004 

4 

Screw, Cap - Hex Head 
(1/4-20 x 5/8") 

23 

134-1051 

1 

Housing. Cylinder Air - Rear 

24 

854-0010 

2 

Washer, Lock - IT (#10) 

25 

813-0097 

2 

Screw, Machine - Round Head 
(#10-32 x 5/16") 

26 

134-1039 

1 

Panel Door - Air Housing 

27 

134-1554 

2 

Bracket Air Housing Door 

28 

134-1373 

2 

Screw. Door Panel (Special) 

29 

134-1180 

4 

Washer, Retainer - Door Panel 
(Also 8 used on top 
cover on some early models) 

30 

870-0194 

5 

Nut. Clinch (1/4-20) 

Door Panel and Cover 

31 

508-0005 

2 

Grommet. Rubber (9/16") 

32 

853-0008 

2 

Washer, Lock - ET (#8) 

33 

813-0098 

2 

Screw, Machine - Round Head 
(#10-32 x 3/8") 

34 

517-0108 

2 

Plug. Dot Button (1-1/8" 

Hole) 

35 

517-0084 

1 

Grommet, Rubber (1-1/4" 

Hole) 


MT-MSt (OCTOBER 1M0) 


/- CO 






SERVICE KITS AND MISCELLANEOUS 


REF. PART QTY. PART 

NO. NO. USED DESCRIPTION 


98-1100 1 Decal Kit 

168-0086 1 Gasket Kit 

OVERHAUL KIT 

522-0247 1 Begin Spec S 

522-0201 1 Specs A Through R 

PAINT. TOUCH-UP (PRESSURIZED CAN) 

525-0305 As Req Non-Metallic Green (13 oz ) 
525-0137 As Req Metallic Green (16 oz ) 

NOTE: For other kits, refer to me group for the part 
in question. 


M7-02S1 (APRIL ISTS) 



OPTIONAL EQUIPMENT PARTS SECTION 


This section contains illustrated parts listing of factory installed options for these Industrial 
Engines. Options may not be applicable to all models; for field conversions additional parts are 
usually required. Optional parts listed in this section are in addition or In place of those shown 
in the standard engine parts section. 


967-0251 (APRIL 1978) 

r.i 



OPTION 1 

FLYWHEEL ALTERNATOR (WICO\ - BEGIN SPEC V 



REF. 

NO. 

PART 

NO. 

QTY. 

USED 

PART 

DESCRIPTION 

REF. 

NO. 

PART 

NO. 

QTY. PART 

USED DESCRIPTION 





13 

191-0724 

1 AStator only (Includes 







Leads to Connector) 

2 

191-0408 

1 

Flywheel Assembly (Includes 

14 

323-0759 

1 AConnector. Socket Housing 



Ring Gear) 

15 

323-0488 

4 ASocket, Connector (Female) 

3 

104-0423 

1 

Gear, Ring 

16 

321-0165 

1 AHolder, Fuse (Includes 

4 

191-0400 

1 

Rotor 



30 Amp Fuse) 

5 

812-0133 

6 

Screw, Machine - Round Head 

17 

321-0162 

1 AFuse (30 Ampere) 




(#12-24 x 1-1/2") 

18 

332-0325 

2 ATerminal 

6 

850-0035 

6 

Washer, Lock - Spring (#12) 

19 

850-0030 

3 Washer, Lock - Spring (#10) 

7 

305-0478 

1 

Regulator, Voltage 

20 

813-0107 

3 Screw, Machine - Round Head 




(Includes parted marked f) 



(#10-32 x 1-1/4") 

8 

323-0763 

1 

tConnector, Socket Housing 




9 

323-0496 

4 

fPin, Connector (Male) 




10 

850-0040 

3 

Washer, Lock - Spring (1/4") 

A - 

Parts included in 191-0877 Stator Assembly. 

11 

800-0006 

3 

Screw, Cap - Hex Head 

t - 

Parts included in 305-0478 Regulator. 




(1/4-20 x 7/8") 




12 

191-0877 

1 

Stator Assembly (Includes 





parts marked A) 


967-0251 (OCTOBER I960) 


OPTION 2 

FLYWHEEL ALTERNATOR I'WiCOl - SPECS A THROUGH U 



REF. 

PART 

QTY, 

PART 

NO. 

NO. 

USED 

DESCRIPTION 


2 

191-0408 

1 

Flywheel Assembly (Includes 
Ring Gear) 

3 

104-0423 

1 

Gear, Ring 

4 

191-0400 

1 

Rotor 

5 

812-0133 

6 

Screw, Machine - Round Head 
(#12-24 x 1-1/2") 

6 

850-0035 

6 

Washer, Lock - Spring (#12) 

7 

332-0537 

1 

Block, Terminal (4 Place) 

8 

508-0071 

1 

Grommet, Blower Housing 

9 

305-0261 

1 

Regulator, Voltage 


REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

10 

305-0267 

1 

Rectifier Assembly 
(Includes Mounting Brackets) 

11 

305-0262 

2 

Bracket, Rectifier Mounting 

12 

191-0509 

1 

Stator 

13 

321-0103 

1 

Holder, Fuse (Includes 

20 Amp Fuse) 

14 

321-0128 

1 

Fuse (20 Amp) 

15 

332-0872 

1 

Strip, Marker 


NOTE: Blower Housing changes with factory options. Refer to 

factory for Blower Housing giving Complete Model, Spec and 
Serial Number. 


967-0251 (OCTOBER 1990) 



OPTION 3 

CONTROL (ENGINE) 


PART 

NO. 



QTY. 

USED 


PART 

DESCRIPTION 


HOUSING, CYLINDER AIR - REAR (For Engines 
with Start Switch, Glow Plug Switch and Fuel Solenoid 
Switch. For Engines with Additional Controls refer to factory) 
i Begin Spec V 

Specs A Through U 
Switch, Start 
Switch, Fuel Solenoid 
Switch, Glow Plug 
Jumper, Terminal (Start 
Switch on Engines with 
Oil Pressure Switch) 

Light, Pilot - Red 
(Engines with Charging Alternator) 
Lamp, Pilot Light 

ITEngines with Charging Alternator) 


134-2256 

134-1508 

308-0198 

308-0007 

308-0028 

332-0592 


322-0069 

322-0017 


OPTION 4 

OIL BATH AIR CLEANER 


REF. 

PART 

OTY. 

NO. 

NO. 

USED 


140-0677 

1 


1 

140-0500 

1 

2 

140-0519 

1 

3 

503-0365 

2 

4 

503-0444 

1 

5 

140-0645 

1 

6 

800-0003 , 

2 

7 

850-0040 

2 

8 

860-0013 

2 

9 

800-0015 

1 

10 

800-0007 

1 

11 

850-0040 

2 

12 

140-0584 

1 


PART 

DESCRIPTION 

Conversion Kit, Oil Bath 
Air Cleaner (Includes all 
parts in this group) 
Cleaner, Air - Oil Bath 
Band, Air Cleaner 
Clamp, Hose 

Hose, Air Cleaner to Adapter 
Adapter, Air Cleaner 
Screw, Cap - Hex Head 
(1/4-20 x 1/2") 

Washer, Lock - Spring (1/4") 
Nut, Hex (1/4-20) 

Screw, Cap - Hex Head 
(1/4-20 x 3") 

Screw, Cap - Hex Head 
(1/4-20 x 1") 

Washer, Lock - Spring (1/4") 
Gasket, Adapter Mounting 



967*0251 (APRIL 1978) 



OPTION 5 

GOVERNOR CONTROL (VARIABLE SPEED) 



REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

070-0131 

2 

Nut, .Hex - Locking 




(#10-32) 

2 

JOINT,BALL 




150-0939 

2 

Begin Spec R 


150-0974 

2 

Specs A Through Q 

3 

LINKAGEASSEMBLY 



150-1132 

1 

Begin Spec R 


150-0831 

1 

Specs A Through Q 

4 

871-0010 

2 

Nut, Hex (#10-32) 

5 

150-1099 

1 

Arm Assembly, Governor - Begi 




Spec R 

6 

150-1084 

1 

Spring, Governor - Begin 




Spec R 

7 

150-1083 

1 

Stud, Governor Adjusting 




Begin Spec R 

8 

NUT, HEX - GOVERNOR ADJUSTING STUD 


862-0003 

1 

Begin Spec R (3/8-16) 


104-0091 

1 

Specs A Through Q (3/8-24) 

9 

NUT, SELF LOCKING (PALNUT) 


870-0133 

1 

Begin Spec R (3/8-16) 


870-0130 

1 

Specs A Through Q (3/8-24) 

10 

BRACKET ASSEMBLY, GOVERNOR 


150-1111 

1 

Begin Spec R 


150-0913 

1 

Specs A Through Q 


REF. 

PART QTY. PART 

NO. 

NO. USED DESCRIPTION 

11 

SPRING, GOVERNOR CONTROL 


150-0922 

1 Speed Range 1200 to 1800 RPM 

(1-15/16” Coil) 


■* 

r uu~u?c i 

1 Speed Range izGG to 2500 RPM 

(1-13/32" Coil) 

12 

150-0918 

1 Screw (Special) 

13 

150-0917 

1 Bracket, Governor Control 

Mounting 

14 

150-0916 

1 Bracket, Lever Arm 

15 

153-0014 

1 Nut, Choke Wire Stop 

16 

810-0074 

1 Screw, Machine - Round Head 

Brass (#8-32 x 3/16”) 

17 

150-0907 

1 Spring. Speed Control Lever 

Tension 

18 

150-0915 

1 Screw, Special 

19 

150-0914 

1 Ratchet Speed Control 

20 

150-0978 

1 Bracket, Governor Stop 

21 

150-0908 

1 Lever, Speed Control 

22 

150-0846 

1 Spring, Governor 

Specs A Through Q 

23 

150-0822 

1 Stud, Governor Adjusting 

Specs A Through Q 

24 

115-0025 

1 Nut, Hex (Special) 


967-0251 (OCTOBER I960) 



OPTION 6 

GOVERNOR CONTROL (TWO SPEED) 



REF. PART QTY. PART 

NO. NO. USED DESCRIPTION 

1 870-0131 2 Nut, Hex - Locking (#10-32) 

2 JOINT, BALL 

150-0939 2 Begin Spec R 

150-0974 2 Specs A Through Q 

3 LINKAGE ASSEMBLY 

150-1132 1 Begin Spec R 

150-0831 1 Specs A Through Q 

4 871-0010 2 Nut, Hex (#10-32) 

5 150-1099 1 Arm Assembly, Governor 

Begin Spec R 

6 150-1084 1 Spring, Governor - Begin Spec R 

7 150-1083 1 Stud, Governor Adjusting 

Begin Spec R 

8 NUT, HEX - GOVERNOR ADJUSTING STUD 

862-0003 1 Begin Spec R (3/8-16) 

104-0091 1 Specs A Through G 

(3/8-24) 

9 NUT, SELF LOCKING (PALNUT) 

870-0133 1 Begin Spec R (3/8-16) 

870-0130 1 Specs A Through Q (3/8-24) 

10 BRACKET ASSEMBLY, GOVERNOR 
150-1111 1 Begin Spec R 

150-0913 1 Specs A Through Q 


REF. PART QTY. PART 

NO. NO. USED DESCRIPTION 


11 SPRING, GOVERNOR CONTROL 

150-0922 1 Speed Range 1200 to 1800 RPM 

(1-15/16" Coil) 

150-0921 1 Speed Range 1200 to 2500 RPM 

(1-13/32" Coil) 

12 150-0918 1 Screw (Special) 

13 150-0917 1 Bracket. Governor Control Mounting 

14 150-0916 1 Bracket, Lever Arm 

15 526-0116 2 Washer. Flat (.200" ID x 

3/8" OD x 1/32" Thk) 

16 307-0628 1 Solenoid. Governor Control 

17 150-0907 1 Spring, Speed Control Lever 

Tension 

18 150-0915 1 Screw, Special 

19 150-0906 1 Bracket, Solenoid Mounting 

20 150-0905 1 Plunger, Solenoid 

21 150-0925 1 Joint, Ball 

22 150-0923 1 Rod, Solenoid to Lever 

23 516-0036 1 Key, Cotter - Solenoid Rod 

24 150-0904 1 Lever, Control 

25 150-0822 1 Stud, Governor Adjusting 

Specs A Through Q 

26 150-0846 1 Spring, Governor - Specs A 

Through O 




OPTION 7 

AIR SHUTTER DISCHARGE - BEGIN SPEC S 




REF. 

PART 

QTY. 

PART 

REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

NO. 

NO. 

USED 

DESCRIPTION 


134-1811 

1 

shutter Assembly, Complete 

20 

cna_nnno 

uvvwue 

1 

Grommet, Rubber 




(Internal Springs) 

21 

526-0213 

1 

Washer, Actuating Shaft 

1 

134-1804 

1 

Duct only, Air Outlet 

22 

134-1375 

1 

Plate, Exhaust Outlet Cover 

2 

134-2411 

2 

Bracket and Pivot, Shutter 

23 

154-0738 

1 

Gasket. Exhaust Outlet 

3 

134-1802 

1 

Bracket and Pivot, Shutter 

24 

526-0175 

2 

Washer, Flat (41/64" ID 




and Rod 




x 29/32" OD x 1/16" Thk) 

4 

134-1801 

1 

Bracket and Pivot, Shutter 

25 

815-01§4 

8 

Screw, Cap - Hex Head (#10-32x3/8") 




and Spring 

26 

815-0235 

3 

Screw, Cap - Hex Head 

5 

134-1807 

2 

Shutter, Air Outlet 




(1/4-20 x 5/8") 

6 

150-1358 

1 

Joint, Ball 

27 

813-0097 

2 

Screw, Machine - Round Head 

7 

134-1606 

1 

Rod, Shutter Control - Upper 




(#10-32 x 5/16”) 

8 

134-1607 

1 

Rod, Shutter Control - Lower 

28 

821-0010 

. 4 

Screw, Cap - Hex Head 

9 

134-2900 

4 

Bearing, Shutter 




Locking (1/4-20 x 1/2") 

10 

134-1248 

2 

Bearing, Actuating Arm 

29 

526-0113 

1 

Washer, Flat (11/32" ID x 

11 

134-1610 

1 

Bracket and Guide 




1" OD x 3/32" Thk) 




Vernatherm 

30 

853-0008 

2 

Washer, Lock - ET (#8) 

12 

134-0656 

1 

Spring, Vernatherm Element 

31 

853-0016 

1 

Washer, Lock - ET (5/16") 

13 

309-0085 

1 

Element, Vernatherm 

32 

853-0013 

3 

Washer, Lock - ET (1/4") 

14 

134-0658 

1 

Spring, Shutter Return - Lower 

33 

856-0006 

4 

Washer, Lock - EIT (1/4") 

is 

134-1817 

1 

Spring, Shutter Return - Upper 

34 

870-0131 

1 

Nut, Hex - Locking (#10-32) 

16 

518-0004 

1 

Clip, Rod End - Right Side 

35 

864-0002 

1 

Nut, Jam - Hex (5/16-18) 

17 

518-0006 

2 

Clip, Rod End - Left Side 

36 

870-0178 

3 

Nut, Clinch (1/4-20) 

18 

134-1605 

1 

Shaft, Actuating Arm 

37 

870-0131 

8 

Nut, Lock (#10-32) 

19 

134-1604 

1 

Arm, Actuating 




Shutter Mounting 


967-0251 (OCTOBER 1980) 



option 8 

AIR SHUTTER DISCHARGE - SPEC A THROUGH R 



REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 


134-1249 

1 

Shutter Assembly, Complete 
(External Springs) - For 
replacement order 134-1810 

1 

134-1242 

3 

Bracket and Pivot 

2 

134-1238 

1 

Bracket, Shaft and Pin Assembly 

3 

134-1252 

2 

Shutter 

4 

150-0998 

1 

Joint, Ball 

5 

134-1247 

1 

Rod, Shutter Control 

6 


1 

Duct only - Not Sold Separately 

7 

154-0738 

1 

Gasket, Exhaust Outlet 

8 

309-0162 

1 

Switch, Hi-Temperature 

Specs A Through N (Mounts 
on Air Ducts) 

9 

134-1248 

4 

Bearing, Shutter 

10 

134-1244 

1 

Bracket and Guide, Vernatherm 

11 

134-0656 

1 

Spring, Vernatherm Element 

12 

309-0085 

1 

Element, Vernatherm 

13 

134-0658 

1 

Spring, Shutter Return 

14 

518-0004 

1 

Clip, Rod End 

15 

134-1437 

2 

Spring, Shutter Pivot 

16 

134-1375 

1 

Plate, Exhaust Outlet 

17 

508-0002 

1 

Grommet, Rubber 







OPTION 9 

LOW OIL PRESSURE CUT-OFF 



REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

191-0498 

1 

Plate, Centrifugal Switch 

2 

309-0134 

1 

Switch, Centrifugal 

3 

309-0152 

1 

Plunger 

4 

160-0382 

1 

Diaphragm, Switch 

5 

160-0720 

1 

Spacer, Control 

6 

160-0721 

1 

Gasket, Switch Plate 

7 

191-0392 

1 

Cover, Switch Plate 

8 

191-0388 

1 

Control Assembly, Switch 

0 

160-0711 

2 

Spring, Weight (Included 
in Switch Control Assembly) 

10 

160-0806 

1 

Disc. Thrust Plunger 

11 

160-0774 

1 

Plunger 

12 

160-0773 

1 

Spring, Plunger 

13 

338-0258 

1 

Harness, Centrifugal Switch 

14 

309-0169 

1 

Switch, Low Oil Pressure 
(Note: Engines with factory 
mounted controls see optional 
engine control group) 

15 

813-0107 

1 

Screw, Machine - Round Head 
(#10-32 x 1-1/4") 

16 

502-0053 

1 

Elbow, 45° - Low Oil 

Pressure Switch Mounting 

17 

320-0104 

1 

Relay, Emergency Start 

18 

304-0217 

1 

Resistor, Fixed (1-Ohm, 10 Watt) 

19 

502-0058 

1 

Tee, Pipe - Low Oil 

Pressure Switch 


NOTE: All parts listed are used when controls are not 

factory mounted. Engines with factory mounted controls 
require only the oil pressure switch. (See also Engine 
Control group). 


M7-02S1 (OCTOBER 1M0) 



OPTION 10 

CLUTCH (ROCKFORD) 



REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

190-0251 

1 

Housing, Clutch 

2 

515-0006 

1 

Key. Clutch 

3 

805-0019 

4 

Bolt, Place (3/8-16 x 1-7/16") 

4 

190-0252 

1 

Flange, Adapter 

5 

190-0254 

1 

Washer, Flat - Special 

6 

190-0258 

1 

Clutch Assembly 

7 

800-0053 

1 

Screw, Cap - Hex Head 
(3/8-16 x 1-3/4") 

8 

800-0074 

8 

Screw, Cap - Hex Head 
(7/16-14 x 1-3/4") 

9 

104-0451 

1 

Crankshaft 


OPTION 11 

CLUTCH (TWIN DISC) 




REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

190-0251 

1 

Housing, Clutch - 

2 

515-0006 

1 

Key, Clutch 

3 

805-0019 

4 

Bolt. Place (3/8-16 x 1-7/16") 

4 

190-0253 

1 

Flange. Adapter 

5 

190-0254 

1 

Washer. Flat - Special 

6 

190-0325 

1 

Clutch Assembly 

7 

800-0053 

1 

Screw, Cap - Hex Head 
(3/8-16 x 1-3/4") 

8 

800-0074 

8 

Screw, Cap - Hex Head 
(7/16-14 x 1-3/4") 

9 

104-0451 

1 

Crankshaft 


*67-0251 (APRIL 1076) 




OPTION 12 

HIGH AIR TEMPERATURE CUT OFF 


REP. 

PART 

OTV. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

332-0876 

1 

Terminal, Ground 

2 

309-0195 

1 

Bracket, High Air Temperature 
Switch 

3 

309-0196 

1 

Switch, High Air Temperature 

4 

506-0126 

2 

Washer, Insulating 

5 

526-0021 

1 

Washer, Flat (17/64" ID x 

3/4" OD x 1/16" Thk) 

6 

862-0001 

1 

Nut, Hex (/4-20) 

7 

fiAA-iyyvt 

WWW wwww 

1 

Washer, Lock - ET (1/4") 

B 

508-0127 

1 

Sleeve, Insulating 



r 


M7-02S1 (OCTOBER ISM) 



MISCELLANEOUS OPTIONAL PARTS 



<S>— 3 



O— 3. 


REF. PART QTY. 

NO. NO. USED 




8 


PART 

DESCRIPTION 


1 102-0558 

2 306-0193 

3 518-0218 

4 155-0824 

5 505-0177 

8 122-0193 


1 Heater. Oil Base 

1 Cover, Stop Solenoid Plunger 

2 Ring, Retaining - Stop 

Solenoid Plunger Cover 
1 Muffler, Exhaust 

1 Nipple, Exhaust 

1 Filter, Oil (Heavy Duty) 

5-3/4" long 


967*0251 (OCTOBER I960) 





SPEC. PARTS DATA INDEX NO. 115 


MODEL 

SPEC. 

FICHE LOCATION 

DJB-MS 

IV 

El 

DJM60-MS 

1323P 

E2, E3 

DJ60-MF 

1332P 

E4 

DJB-MS < 

1612V 

E5 

DJB-MS 

1832V 

E6 

DJB-MS 

1918V 

E7 

DJM60-MS 

2409S 

E8 

DJBM-MS 

2409V 

E9 

DJB-MS 

2422V 

E10 

DJB-MS 

2445V 

Ell 

DJB-MS 

2450V 

E12 

DJB-MS 

2453S 

E13 

DJBM-MS 

2475S 

E14 

DJB-MS 

2515S 

FI 

DJB-MS 

2522V 

F2 

DJBM-MS 

2528V 

F3 

DJB-MF 

2563V 

F4 

DJB-MF 

2586V 

F5 

DJM-MS 

2587V 

F6 

DJB-MF 

2605V 

F7 

DJB-MF 

2632V 

F8 

DJB-MS 

2637V 

F9 

DJB-MF 

2662V 

F10 

DJB-MS 

2723V 

Fll 

DJB-MS 

2844V 

F12 

DJB-MS 

2858V 

F13 

DJB-MF 

2961V 

F14 

DJB-MS 

3051V 

G1 

DJB-MF 

3067V 

G2 

DJB-MS 

3070V 

G3 

DJB-MF 

3117V 

G4 

DJB-MF 

3172V 

G5 

DJB-MS 

3188V 

G6 

DJB-MS ' 

3225V 

G7 

DJB-MS 

3228V 

G8 

DJB-MS 

3295V 

G9 

DJB-MF 

3662V 

G10 



SPECIAL PARTS LIST FOR MODEL _ d.tb-ms _ SPEC _iv__ 

FOR STANDARD PARTS REFER TO CATALOG 967 - 02 S 1 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 





SPECIAL PARTS LIST FOR MODEL DJM60-MS __ SPEC 1323P _ 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. - 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Option - 2 


i 

Flywheel Alternator (WICO) 

i 

415-0268 

1 

i 

Adapter And Cap, Fuel Tank 






(Includes Parts Marked °) 

104-0451 

1 

Crankshaft 

415-0267 

1 

Body, Fuel Tank Adapter 

516-0011 

1 

Pin, Dowel (5/16" X 1-1/8" Lg) 

505-0005 

1 

°Valve, Shut-Off 

103-0278 

1 

Gearcase Assembly (Refer To 

502-0309 

1 

°Elbow, Fuel Tank Adapter 



Standard Gearcase For 

502-0310 

1 

°Connector, Fuel Tank Adapte 



Components, Except Parts 

509-0116 

2 

°0-Ring, Fuel Tank Adapter 



Marked //) 

415-0266 

1 

°Cap, Fuel Tank 

150-0900 

1 

//Arm, Governor Spring Control 

415-0269 

1 

°Gasket, Fuel Tank Cap 

150-0901 

1 

JL 

//Shaft, Governor 

518-0253 

1 

°Ring, Retaining - Fuel Tank 

102-0540 

1 

Base, Oil 



Adapter To Cap (External) 

505-0078 

1 

Nipple, Pipe - Oil Drain 

415-0263 

1 

°Pipe, Fuel Tank Adapter 



(1/2" X 2-1/2") 



Pickup 

505-0050 

1 

Elbow, Street - Oil Drain 

517-0061 

1 

Plug, Fuel Tank - Plastic 



(90°) 



(3/8") 

CA /, AA1 . 
JU'i-UUli 

1 

Cock, Oil Drain 

501-0113 

2 

Line, Fuel - (1) Return, 

505-0100 

1 

Nipple, Close - Oil Drain 



(1) Outlet 



(1/2" X 1-1/8") 

149-1076 

1 

Bracket, Fuel Filter Mount! 

503-0509 

1 

Hose, Oil Drain 

502-0312 

1 

Connector, Female - Fuel 

503-0197 

1 

Clamp, Oil Drain Hose 



Return 

147-0198 

1 

Pump, Fuel Injection (Refer 

309-0177 

1 

Switch, Low Oil Pressure 



To Standard Pump For 

502-0053 

2 

Elbow, Street - (1) Low Oil 



Components, Except Parts 



Pressure Switch, (1) Oil 



Marked *) 



Pressure Gauge 

150-0985 

1 

*Joint, Ball 

502-0097 

1 

Connector, Inverted Male - 

501-0107 

1 

Line, Injection Pump Return - 



Injection Pump Lubricatic 



Flexible (1/8") 



Tee 

502-0148 

1 

Elbow, Male Flare - Injection 

502-0148 

1 

Elbow, Oil Filter Outlet 



Pump Fuel Return 

502-0287 

1 

Elbow, Oil Filter Inlet 

501-0097 

1 

Line, Secondary Filter To 

150-0986 

1 

Linkage Assembly, Governor 



Injection Pump 



(Includes Ball Joint) 

501-0098 

1 

Line, Fuel Pump To Secondary 

150-0985 

1 

Joint, Ball 



Filter 

150-0940 

1 

Bracket, Governor Spring 

149-1003 

1 

Pump, Fuel Transfer (Refer 

150-0973 

1 

Bracket, Governor Stud 



To Standard Fuel Pump For 



Adjusting 



Components, Except Parts 

152-0155 

1 

Swivel, Governor Control Ca 



Marked +) 

150-0945 

1 

Stud, Governor Speed 

149-1002 

1 

+Bail, Fuel Pump Sediment Bowl 



Adjusting 

502-0020 

2 

Elbow, Street - (1) Fuel Pump 

150-0942 

1 

Clamp, Governor Control Cab 



Inlet, (1) Fuel Pump Outlet 

152-0041 

1 

Washer, Governor Tension 

502-0137 

2 

Connector, Male - (1) Fuel 

151-0206 

1 

Spring, Governor 



Pump Inlet, (1) Fuel Pump 

152-0163 

1 

Bracket, Throttle Control 



Outlet 



Cable 

501-0119 

1 

Line, Fuel Pump Inlet 

153-0382 

1 

Cable, Throttle Control 

159-0803 

1 

Tank, Fuel 

153-0014 

1 

Nut, Throttle Control Stop 

159-0864 

1 

Strap, Fuel Tank 

155-0873 

1 

Muffler, Exhaust 

159-0866 

1 

Bracket, Fuel Tank Strap 

322-0069 

1 

Light, Pilot (Red) 

159-0867 

2 

Bracket, Fuel Tank Support 

322-0081 

1 

Lamp, Pilot Light 




312-0168 

1 

Condenser (.5 Mfd, 100 Volt 




308-0028 

1 

Switch, Glow Plug 




SPECIAL PARTS LIST FOR MODEL d.tm6d-ms SPEd' 

FOR STANDARD PARTS REFER TO CATALOG 967-025, 


KEY NO. 


riONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


321-0134 

321-0128 

308-0198 

308-0007 

301-2634 

301-2635 

338-0374 

338-0376 

338-0373 


336-0476 

301-2736 

134-1771 

508-0005 

416-0549 

416-0543 

416-0338 

416-0545 

306-0242 

306-0193 

518-0218 

191-0365 

134-1707 

134-1709 

517-0075 

517-0021 

403-0763 

403-0766 

403-0761 

402-0284 

402-0290 

402-0282 

402-0285 

402-0329 


QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Holder, Fuse 
Fuse (20 Amp) 
Switch, Start 


Switch, Fuel Solenoid 


Box, Control 
Panel, Control Box 
Harness, Wiring - Start 
Harness, Wiring - Terminal 
Block 

Harness, Wiring - Low Oil 
Pressure Switch To Start 
Control 

Strap, Ground - Starter Motor 
To Skid 

Plate, Control Box Mounting 
Cover, Terminal Block 
Grommet, Rubber - Wiring 
Harness (9/16" Hole) 

Cable, Battery 
Tray, Battery 
Hold-Down, Battery 
Stud, Battery Hold-Down 
Screw, Stop Solenoid 
Adjusting 

Cover, Stop Solenoid Plunger 
Ring, Retaining - Stop 
Solenoid Plunger Cover 
Bracket, Starter Motor 
Support 

Cover, Shroud And Nozzle 
Housing, Blower 
Plug, Dot Button - Blower 
Housing (1-3/16" Hole) 

Plug, Dot Button - Blower 
Housing (7/8" Hole) 

U-Bolt, Lifting 
Frame, Guard 
Base, Skid 
Cushion, Mounting 
Bushing, Mounting Cushion 
Snubber, Shock Mounting 
Cushion, Mounting 
Retainer, Mounting Cushion 





SPECIAL PARTS LIST FOR MODEL DJ60 ~ MF __ SPEC 1352P _ 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


1332P 


PART NO. OTY. 


DESCRIPTION 




SPECIAL PARTS LIST FOR MODEL _ djb-ms _ SPEC 1612V.. . 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Option - 7 


* 

Air Shutter 

1 

336-1408 

1 

i 

Lead, Air Heater To Groun 

Option - 9 


Low Oil Pressure Cut Off 

154-0712 

1 

Heater, Manifold Air 






(Includes Gasket) 

102-0503 

1 

Base, Oil 

140-0721 

1 

Cleaner, Air (Includes Pa 

102-0558 

1 

Heater, Oil Base 



Marked *) 

333-0107 

2 

Plug, Glow (Includes Gasket) 

140-0765 

1 

*Element, Air Cleaner 

110-0546 

2 

Gasket, Glow Plug 

140-1267 

1 

*Baffle, Air Cleaner 

123-1202 

1 

Screen, Breather Valve (Top) 

140-0723 

1 

Pre-Cleaner, Air Cleaner 

123-0958 

1 

Screen, Breather Tube (Bottom) 

140-0722 

2 

Band, Air Cleaner Mountin 

123-1283 

1 

Baffle, Breather 

503-0444 

1 

Hose, Air Cleaner 

309-0206 

1 

Switch, High Air Temperature 

503-0274 

2 

Clamp, Air Cleaner Hose 

307-0668 

1 

Solenoid, Stop 

320-0104 

1 

Limiter, Cranking 

306-0242 

1 

Screw, Stop Solenoid 

304-0217 

1 

Resistor, Fixed (1 Ohm, 



Adjusting 



10 Watt) 

306-0193 

1 

Cover, Stop Solenoid Plunger 




CIO r\ <?% -i n 

2 

Ring, Retaining - Stop 






Solenoid Plunger Cover 




191-0443 

1 

Motor, Starter (Refer To 






Standard Starter Motor For 






Components, Except Parts 
Marked //) 




191-0713 

1 

//Armature 




191-1043 

1 

//Coil Package, Field 




191-1042 

1 

//Plate Assembly, Brush 




191-0715 

1 

//Switch, Solenoid 




191-0714 

1 

//Brush Set, Service 




149-0979 

1 

Pump, Fuel Transfer (Refer 






To Standard Fuel Pump For 
Components) 




502-0020 

1 

Elbow, Inverted Male - 




, 


Transfer Fuel Pump Outlet 




501-0003 

1 

Line, Fuel Pump To Secondary 






Filter - Flexible (9" Lg.) 




502-0058 

1 

Tee, Street Pipe - Low Oil 






Pressure Switch 




140-0645 

1 

Adapter, Air Cleaner Hose 




140-0734 

1 

Adapter, Air Intake To 






Cylinder Head 




140-0705 

1 

Plate, Air Heater Mounting 




140-0706 

1 

Gasket, Air Heater Mounting 






Plate 




508-0103 

2 

Sleeve, Insulating - Air 






Heater Plate (Mica) 




508-0102 

2 

Washer, Insulating - Air 






Heater Plate (Mica) 




114-0023 

2 

Screw, Hex Head Cap - Air 






Heater Plate (^-20 X l^' r ) 






SPECIAL PARTS LIST FOR MODEL _ djr-ms __ SPEC irb?v 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 1 Flywheel Alternator (WICO) 

103-0366 1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

191-0918 1 Stator Assembly (Refer To 

Optional Stator For 
Components) 

150-1099 1 Arm Assembly, Governor 

134-2255 1 Housing, Blower 





SPECIAL PARTS LIST FOR MODEL _ htb-ms _ SPEC 1918V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. _ 
OPTIONAL groups in catalog are listed by group no. below when used. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 1 Flywheel Alternator (WICO) 

Option - 5 Variable Speed Governor 

Control 

103-0366 1 GearcaBe Assembly (Refer To 

Standard Gearcase For 
Components) 

134-2253 1 Housing, Blower 




SPECIAL PARTS LIST FOR MODEL DJM6Q-MS SPEC 2409 s.. 

FOR STANDARD PARTS REFER TO CATALOG gfi7-n?si KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


Option - 1 
Option - 3 
Option - 5 


Option - 

104-0451 

103-0366 


102-0540 

505-0014 

505-0002 

403-0825 

309-0177 

\J \J \j 

502-0065 

306-0193 

518-0218 

306-0242 

134-2253 

134-2256 


DESCRIPTION 


Flywheel Alternator (WICO) 
Control (Engine) 

Variable Speed Governor 
Control (1,200 To 2,500 
RPM) 

Low Oil Pressure Cut Off 
Crankshaft 

Gearcase Assembly (Refer To 
Standard Gearcase For 
Components) 

Base, Oil 

Coupling, Pipe (%") 

Nipple, Pipe (**" X 3" Lg.) 
Bracket, Lifting 
Switch, Low Oil Pressure 
Tee, Street Pipe - Low Oil 
Pressure Switch 
Elbow, Inverted Male (45 ) 
Cover, Stop Solenoid Plunger 
Ring, Retaining - Stop 
Solenoid Plunger Cover 
Screw, Stop Solenoid 
Adjusting 
Housing, Blower 
Housing, Cylinder Air - Rear 


PART NO 


DESCRIPTION 





SPECIAL PARTS LIST FOR MODEL _ djbm-ms _ SPEC _ 2409V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 _ KEY NO. _ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


Option - 1 
Option - 3 
Option - 5 


Option - 9 


DESCRIPTION 


Flywheel Alternator (WICO) 
Control (Engine) 

Variable Speed Governor 
Control (1,200 To 2,500 
RPM) 

Low Oil Pressure Cut Off 


PART NO. 

T-- 


QTY. 

- r 


104-0451 

103-0366 


102-0540 

505-0014 

505-0002 

403-0825 

309-0177 

502-0058 

502-0065 

306-0193 

518-0218 

306-0242 


1 Crankshaft 

1 Gearcase Assembly (Refer To 
Standard Gearcase For 
Components) 

1 Base, Oil 
1 Coupling, Pipe (^") 

1 Nipple, Pipe (%" X 3" Lg.) 

1 Bracket, Lifting 
1 Switch, Low Oil Pressure 
1 Tee, Street Pipe - Low Oil 
Pressure Switch 
1 Elbow, Inverted Male (45°) 

1 Cover, Stop Solenoid Plunger 

2 Ring, Retaining - Stop 

Solenoid Plunger Cover 
1 Screw, Stop Solenoid 
Adjusting 

1 Housing, Blower 


DESCRIPTION 


134-2253 



SPECIAL PARTS LIST FOR MODEL _ DJB-MS _ SPEC _ 2422V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY, DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 1 Flywheel Alternator (WICO) 

Option - 3 Control (Engine) 

103-0366 1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

191-0918 1 Stator Assembly (Refer To 

Optional Stator For 
Components) 

134-2255 1 Housing, Blower 


SPECIAL PARTS LIST FOR MODEL DJB-MS _ SPEC 2445V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY, DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 1 Flywheel Alternator (WICO) 

Option - 9 Low Oil Pressure Cut Off 

103-0366 1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

191-0918 1 Stator Assembly (Refer To 

Optional Stator For 
Components) 

134—2255 1 Housing, Blower 

150-1099 1 Arm Assembly, Governor 

320-0104 1 Limiter, Cranking 

304-0217 1 Resistor, Fixed (1 Ohm, 

10 Watt) 




SPECIAL PARTS LIST FOR MODEL _ djb-ms _ SPEC 2450V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

--r--, 


Option - 1 Flywheel Alternator (WICO) 

Option - 3 Control (Engine) 

Option - 5 Variable Speed Governor 

Control (1,200 To 2,500 
RPM) 

103-0366 1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

134-2253 1 Housing, Blower 






SPECIAL PARTS LIST FOR MODEL _ djb-ms 

FOR STANDARD PARTS REFER TO CATALOG 


SPEC 


2453S 

KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


Option - 5 


309-0169 

502-0053 

502-0053 

140-0645 

134-1357 


DESCRIPTION 


Variable Speed Governor 
Control (1,200 To 2,500 
RPM) 

Switch, Low Oil Pressure 
Elbow, Street - Low Oil 
Pressure Switch (45°) 
Tee, Street Pipe - Low Oil 
Pressure Switch 
Adapter, Air Cleaner To 
Air Intake Manifold 
Housing, Blower 


PART NO. QTY. 


DESCRIPTION 


Parts Not Furnished By Onan 
Air Cleaner 





SPECIAL PARTS LIST FOR MODEL QJBM-ms _ SPEC 24?5S 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

---;-r..... .' 

Option - 1 Flywheel Alternator (WICO) 

Option - 5 Variable Speed Governor 

Control (1,200 To 2,500 
RPM) 

Option - 7 Air Shutter 

103-0366 1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

140-0645 1 Adapter, Air Cleaner To Air 

Intake Manifold 

134-2253 1 Housing, Blower 

Parts Not Furnished By Onan 
Air Cleaner 



SPECIAL PARTS LIST FOR MODEL _ DJB-MS SPEC 2515S 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


Option - 9 

104-0451 

134-1431 

104-0798 

104-0557 

115-0150 

104-0543 

104-0423 

505-0014 

505-0002 

154-0695 

154- 0133 

155- 0170 
403-0S25 
502-0058 

150-1082 

150-1107 

134-1416 

306-0158 

520-0624 

134-1325 

134-1109 

134-1337 

134-1323 

134-0944 

134-1327 

134-1461 

134-1462 

134-1463 

508-0109 

134-1085 

134-1584 

134-3081 

320-0104 

304-0217 


QTY. 


1 

1 

1 

1 

4 

4 

1 

1 

X 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

x 

1 

1 

2 

2 

1 

1 

1 

1 

1 


DESCRIPTION PART NO. QTY. DESCRIPTION 


Low Oil Pressure Cut Off 

Crankshaft 
Wheel, Blower 
Flywheel (Includes Parts 
Marked *) 

*Hub, Flywheel 

*Nut, Lock - Flywheel To Hub 
*Spacer And Washer Assembly - 
Flywheel To Hub 
*Gear, Ring - Flywheel 
Coupling, Pipe (h") 

Nipple, Pipe (%" X 3" Lg.) 
Manifold, Exhaust 
Gasket, Exhaust Manifold 
Adapter 

Adapter, Exhaust Manifold 
Bracket, Lifting 
Tee, Street Pipe - Low Oil 
Pressure Switch 
Stud, Governor Adjusting 
Bracket, Governor 
Cover, Governor Bracket 
Bracket, Stop Solenoid 
Stud, Battery Lead 
Housing, Blower 
Shroud, Cylinder Air 
(//l Cylinder) 

Shroud, Cylinder Air 
(//2 Cylinder) 

Wrapper, Cylinder Shroud 
Spring, Cylinder Shroud 
Wrapper 

Cover, Cylinder Shroud 
Cover, Nozzle - Rear 
Cover, Nozzle - Front 
Spacer, Cylinder Shroud Cover 
Grommet, Rubber (1" Hole) 
Support, Blower Housing 
Scroll, Air Discharge 
(Includes Guard) 

Guard, Scroll Outlet 
Limiter, Cranking 
Resistor, Fixed (1 Ohm, 

10 Watt) 




SFfcUIAL FAR IS LIST FOR MODEL DJB-MS __ SPEC 2522V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 

. r 


DESCRIPTION PART NO. QTY. 

--—,- 


Option - 1 
Option - 3 
Option - 5 


Flywheel Alternator (WICO) 
Control (Engine) 

Variable Speed Governor 
Control (1,200 To 2,500 
RPM) 


103-0366 

309-0177 

503-0053 

502-0058 


1 Gearcase Assembly (Refer To 
Standard Gearcase For 
Components) 

1 Switch, Low Oil Pressure 

1 Elbow, Street - Low Oil 

Pressure Switch (45°) 

1 Tee, Street Pipe - Low Oil 
Pressure Switch 
1 Housing, Blower 


DESCRIPTION 


134-2253 


SPECIAL PARTS LIST FOR MODEL _ djbm-ms _ SPEC 2528V 

FOR STANDARD PARTSJREFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARFLISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTH 


Option - 1 
Option - 3 
Option - 5 


104-0451 

103-0366 


309-0177 

502-0058 

502-0053 

140-0645 

134-2253 


Flywheel Alternator (WICO) 
Control (Engine) 

Variable Speed Governor 
Control (1,200 To 2,500 
RPM) 

Crankshaft 

Gearcase Assembly (Refer To 
Standard Gearcase For 
Components) 

Switch, Low Oil Pressure 
Tee, Street Pipe - Low Oil 
Pressure Switch 
Elbow, Street - Low Oil 
Pressure Switch (45°) 
Adapter, Air Cleaner 
To Air Intake Manifold 
Housing, Blower 


PART NO. 


QTY. 


DESCRIPTION 


Parts Not Furnished By Onan 
Air Cleaner 




SPECIAL PARTS LIST FOR MODEL djb-mf SPEC 2563V 

FOR STANDARD PARTS REFER 10 CATALOG g67-n?si KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 1 Flywheel Alternator (WICO) 

Option - 11 Twin Disc Clutch 

103-0366 1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

150-1099 1 Arm Assembly, Governor 

134-2255 1 Housing, Blower 




ZDBbV 


SKfcUIAL HAHIS Lib I KJH MODEL _ DJB-MF _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. _ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 5 Variable Speed Governor 

Control (1,200 To 2,500 
RPM) 

Option - 9 Low Oil Pressure Cut Off 

Option - 11 Twin Disc Clutch 

403-0825 1 Bracket, Lifting 

502-0058 1 Tee, Street Pipe - Low Oil 

Pressure Switch 

134-2255 1 Housing, Blower 

304-0217 1 Resistor, Fixed (1 Ohm, 

10 Watt) 

320-0104 1 Limiter, Cranking 





SPECIAL PARTS LIST FOR MODEL dje-ms SPEC 2587V 

FOR STANDARD PARTS REFER TO CATALOG Q67-n?si KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 
-- --r 


DESCRIPTION PART NO. 

----—,- 


QTY. 

-— r 


DESCRIPTION 


Option - 1 
Option - 3 
Option - 5 


103-0366 

309-0177 

502-0058 

502-0053 


Flywheel Alternator (WICO) 
Control (Engine) 

Variable Speed Governor 
Control (1,200 To 2,500 
RPM) 

1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

1 Switch, Low Oil Pressure 
1 Tee, Street Pipe - Low Oil 
Pressure Switch 
1 Elbow, Street - Low Oil 
Pressure Switch (45°) 

1 Housing, Blower 


134-2253 




SPECIAL PARTS LIST FOR MODEL _ d.tr-mf SPEC 26Q5V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 

- r 


DESCRIPTION PART NO. 

--_____-— ,- 


QTY. 

-r 


DESCRIPTION 


Option - 1 

Option - 3 

Option - 5 


Option - 11 


Flywheel Alternator (WICO) 
Control (Engine) 

Variable Speed Governor 
Control (1,200 To 2,500 
RPM) 

Twin Disc Clutch 


103-0366 

309-0177 

502-0058 

502-0053 


1 Gearcase Assembly (Refer To 
Standard Gearcase For 
Components) 

1 Switch, Low Oil Pressure 
1 Tee, Street Pipe - Low Oil 
Pressure Switch 
1 Elbow, Street - Low Oil 
Pressure Switch (45°) 

1 Housing, Blower 


134-2253 



<£0.5^V 


SFfcUIAL FAHIS LIS! FOR MODEL DJB-MF___.. _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

Option - 1 


T ------- 

Flywheel Alternator (WICO) 

104-0451 

1 

Crankshaft 

140-0645 

1 

Adapter, Air Cleaner To Air 
Intake Manifold 

103-0366 

1 

Gearcase Assembly (Refer To 
Standard Gearcase For 
Components) 

134-2255 

1 

Housing, Blower 

190-0251 

1 

Housing, Clutch 

190-0253 

1 

Flange, Adapter - Clutch 

190-0254 

1 

Washer, Flat - Adapter Flange 

515-0006 

1 

Key, Woodruff - Adapter Flange 


PART NO. 


Parts Not Furnished By Onan 
Air Cleaner 


QTY. 

-r 


DESCRIPTION 


^OO/ V 


SPECIAL KAH I t) Lib I l-UH MODEL _ HJB-ms _SPEC 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

“ i ' ~ 

Option - 1 Flywheel Alternator (WICO) 

Option - 3 Control (Engine) 

103-0366 1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

309-0177 1 Switch, Low Oil Pressure 

502-0058 1 Tee, Street Pipe - Low Oil 

Pressure Switch 

502-0053 1 Elbow, Street - Low Oil 

Pressure Switch (45°) 

1 Housing, Blower 


134-2255 




SPECIAL PARTS LIST FOR MODEL _ dm _ SPEC 2662V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. 


Option - 1 

Option - 3 

Option - 5 


Option - 11 


Flywheel Alternator (WICO) 
Control (Engine) 

Variable Speed Governor 
Control (1,200 To 2,500 
RPM) 

Twin Disc Clutch 


103-0366 

309-0177 

502-0058 

502-0053 


1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

1 Switch, Low Oil Pressure 
1 Tee, Street Pipe - Low Oil 
Pressure Switch 
1 Elbow, Street - Low Oil 
Pressure Switch (45°) 

1 Housing, Blower 


DESCRIPTION 


134-2253 



SPECIAL PARTS LIST FOR MODEL _ DJB-MS _ SPEC _ 2723V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 3 Control (Engine) 

Option - 5 Variable Speed Governor 

Control (1,200 To 1,800 
RPM) 

309-0177 1 Switch, Low Oil Pressure 

502-0058 1 Tee, Street Pipe - Low Oil 

Pressure Switch 

502-0053 1 Elbow, Street - Low Oil 

Pressure Switch (45°) 
134-1357 1 Housing, Blower 


SPECIAL PARTS LIST FOR MODEL _ djb-ms _ SPEC _ 2844V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 1 Flywheel Alternator (WICO) 

Option - 3 Control (Engine) 

Option - 5 Variable Speed Governor 

Control (1,200 To 2,500 
RPM) 

103-0366 1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

309-0177 1 Switch, Low Oil Pressure 

502-0058 1 Tee, Street Pipe - Low Oil 

Pressure Switch 

502-0053 1 Elbow, Street - Low Oil 

Pressure Switch (45°) 
134-2253 1 Housing, Blower 

140-0645 1 Adapter, Air Cleaner To Air 

Intake Manifold 

Parts Not Furnished By Onan 
Air Cleaner 



SPECIAL PARTS LIST FOR MODEL _ p.tr-ms SPEC 2858V 

FOR STANDARD PARTS REFER TO CATALOG Qb7-n?si KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY, DESCRIPTION PART NO. QTY. DESCRIPTION 


104-0451 1 Crankshaft 

140-0645 1 Adapter, Air Cleaner To Air 

Intake Manifold 

150-1099 1 Arm Assembly, Governor 

150-1492 1 Bracket Assembly, Governor 

150-1495 1 Arm, Switch - Governor 

150-1146 1 Screw, Switch Arm Adjusting 

308-0358 1 Switch, Micro - Governor 

153-0014 1 Nut, Wire Stop - Governor 


SPECIAL PARTS LIST FOR MODEL dJB-mf SPEC 296iv_ 

FOR STANDARD PARTS REFER TO CATALOG 967-rmi KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO.. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. 


Option - 1 Flywheel Alternator (WICO) 

Option - 3 Control (Engine) 

Option - 11 Twin Disc Clutch 

102-0503 1 Base, Oil 

102- 0558 1 Heater, Oil Base 

103- 0366 1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

150-1099 1 Arm Assembly, Gqvernor 

134-2292 1 Housing, Blower 



3051V 


SPECIAL PARTS LIST FOR MODEL djb-ms _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 967-02 51_ KEY NO. _ 

OPTIONAL GF JUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

“ . - — j- 


Option - 7 Air Shutter 

Option - 9 Low Oil Pressure Cut Off 


502-0058 

304-0217 

320-0104 


1 Tee, Street Pipe - Low Oil 
Pressure Switch 
1 Resistor, Fixed (1 Ohm, 

10 Watt) 

1 Limiter, Cranking 






SPECIAL PARTS LIST FOR MODEL __ djb-mf _SPEC _ 3067V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 



3070V 


SPECIAL PARTS LIST FOR MODEL DJB-MS _ SPEC 

- FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

' “ ‘ r 


Option - 

3 


Control (Engine) v 

Option - 

6 


Two Speed Governor Control 
(1,200 To 2,500 RPM) 

309-0177 


1 

Switch, Low Oil Pressure 

502-0058 


1 

Tee, Street Pipe - Low Oil 
Pressure Switch 

502-0053 


1 

Elbow, Street - Low Oil 
Pressure Switch (45°) 

134-2253 


1 

Housing, Blower 


* 



SPECIAL PARTS LIST FOR MODEL DJB-MF _ SPEC _ 3117V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 

. [• 


DESCRIPTION PART NO. 

I r~ " 


QTY. 

-r 


Option - 9 

Option - 11 


Low Oil Pressure Cut Off 
Twin Disc Clutch 


140-0645 

502-0058 

304-0217 

320-0104 


1 Adapter, Air Cleaner To Air 
Intake Manifold 

1 Tee, Street Pipe - Low Oil 
Pressure Switch 
1 Resistor, Fixed (1 Ohm, 

10 Watt) 

1 Limiter, Cranking 


Parts Not Furnished By Onan 
Air Cleaner 


DESCRIPTION 


v 




SPECIAL PARTS LIST FOR MODEL djb-mf _ SPEC 3172V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 

1 


Flywheel Alternator (WICO) 

Option - 

3 


Control (Engine) 

Option - 

11 


Twin Disc Clutch 

103-0366 


1 

Gearcase Assembly (Refer To 
Standard Gearcase For 
Components) 

150-1099 


1 

Arm Assembly, Governor 

309-0177 


1 

Switch, Low Oil Pressure 

502-0058 


1 

Tee, Street Pipe - Low Oil 
Pressure Switch 

502-0053 

134-2255 


1 

1 

Elbow, Street - Low Oil 
Pressure Switch (45°) 
Housing, Blower 


134-2255 



SPECIAL PARTS LIST FOR MODEL PJB-MS SPEC _ 3188V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 3 Control (Engine) 

309-0177 1 Switch, Low Oil Pressure 

502-0058 1 Tee, Street Pipe - Low Oil 

Pressure Switch 

502-0053 1 Elbow, Street - Low Oil 

Pressure Switch (45°) 


l 



SPECIAL PARTS LIST FOR MODEL _ d.tr-ms SPEC 3225V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY, 


Option - 3 
Option - 5 


309-0177 

502-0058 

502-0053 

134-1357 


DESCRIPTION 


Control (Engine) 

Variable Speed Governor 
Control (1,200 To 1,800 
RPM) 

Switch, Low Oil Pressure 
Tee, Street Pipe - Low Oil 
Pressure Switch 
Elbow, Street - Low Oil 
Pressure Switch (45°) 
Housing, Blower 


PART NO. 


DESCRIPTION 




SPECIAL PARTS LIST FOR MODEL DJB-MS _ SPEC 3228V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


Option - 1 
Option - 3 
Option - 6 


191-0918 


103-0366 


309-0177 

502-0058 

502-0053 

134-2253 

134-1804 

140-0645 


DESCRIPTION 


Flywheel Alternator (WICO) 
Control (Engine) 

Two Speed Governor Control 
(1,200 To 2,500 RPM) 

Stator Assembly (Refer To 
Optional Stator For 
Components) 

Gearcase Assembly (Refer To 
Standard Gearcase For 
Components) 

Switch, Low Oil Pressure 
Tee, Street Pipe - Low Oil 
Pressure Switch 
Elbow, Street - Low Oil 
Pressure Switch (45°) 
Housing, Blower 
Duct, Air Discharge 
Adapter, Air Cleaner To Air 
Intake Manifold 


PART NO. 


DESCRIPTION 


Parts Not Furnished By Onan 
Air Cleaner 






SPECIAL PARTS LIST FOR MODEL _ DJB-MS __ spec _ 3295V 

FOR STANDARD PARTS REFER TO CATALOG 967-0251 KEY NO. _ji 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 1 Flywheel Alternator (WICO) 

Option - 3 Control (Engine) 

Option - 5 Variable Speed Governor 

Control (1,200 To 2,500 
RPM) 

103-0366 1 Gearcase Assembly (Refer To 

Standard Gearcase For 
Components) 

309-0177 1 Switch, Low Oil Pressure 

502-0058 1 Tee, Street Pipe - Low Oil 

Pressure Switch 

502-0053 1 Elbow, Street - Low Oil 

Pressure Switch (45°) 
134-2253 1 Housing, Blower 

134-1804 1 Duct, Air Discharge 




SPECIAL PARTS LIST FOR MODEL _ djb-mf SPEC 3662V 

FOR STANDARD PARTS REFER TO CATALOG g67-n?si _ KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


Option - 1 
Option - 3 
Option - 11 

110-2941 1 


110-1869 2 
110-1870 2 
110-1871 2 
103-0366 1 


309-0177 1 

502-0058 1 

502-0053 1 

134-2255 1 


DESCRIPTION PART NO. QTY. DESCRIPTION 


Flywheel Alternator (WICO) 
Control (Engine) 

Twin Disc Clutch 

Head Assembly, Cylinder 

(Refer To Standard Cylinder 
Head For Components, Except 
Parts Marked *) 

*Guide, Valve - Intake 
*Guide, Valve - Exhaust 
Valve, Intake 

Gearcase Assembly (Refer To 
Standard Gearcase For 
Components) 

Switch, Low Oil Pressure 
Tee, Street Pipe - Low Oil 
Pressure Switch 
Elbow, Street - Low Oil 
Pressure Switch (45°) 
Housing, Blower 





